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SAFETY 
SOLUTIONS 


Let us help build your ideal PPE solution — 
everything from footwear and flame-resistant 
workwear to gloves, safety glasses and more. 








SINCE 1905 RED WING, MN USA 


LOCAL RESPONSIVENESS, GLOBAL REACH 


Over the last century, Red Wing has worked hard to build a comprehensive sales, service and 
distribution organization that spans 110+ countries worldwide. That includes full-service 
hubs for our customers in the United Kingdom, the Netherlands, Norway, the USA and United 
Arab Emirates. This global reach allows us to responsively deliver the products and support 
you need to optimize employee safety and productivity. 





© Distribution Partners* ® Garment Manufacturing / Footwear Manufacturing 


® Distribution Centers © Fabric Production 
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08 o 
o Q1— BOA® LACING SYSTEM o Q5— TREDMAX RUBBER OUTSOLE 
Instantly tighten and loosen for easy in/out Delivers exceptional slip resistance 
o Q2— CORDURA® UPPER o 06 — PREMIUM SAFETY TOE CAP 
Durable, abrasion-resistant performance Lightweight, rugged protection that meets 
EN | ASTM st 
epERe > 03 — D30° SO and ASTM standards 
Extreme impact protection for ankles and © 07 — FORCEGUARD" 
metatarsal area Protects toe area from abrasion, oils 
d chemical 
© 04 — HEEL KICK MEE ada 
Allows for easy boot removal and preserves o 08— MADE IN ITALY 
heel integrity 
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RED WING PETROKING Men’s Oxford 





















































3202 @ PR @ TredMax 
UPPER: Full Grain Black Puma Leather | 
FoOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas Best 
LAST: RW51423 Chemicals — Best 
CONSTRUCTION: Direct Attach Abrasions Best 
RATING: ASTM F2413-18, M/I/C, Mt SD 35 PR Heat Best 

EN ISO 20345:2011 S3 SRC HRO ESD Non-Marking Yes 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41 42,43 44 45 46 47,48 
‘GUARD ComfortGard HR?) MADE IN ITALY 
RED WING PETROKING Men’s 6-inch Boot 
3203 @ PR & @ 3204 @ /PR| AN EH | TredMax 
UPPER: Full Grain Black Puma Leather Slip Best 
FOOTBED: Nylon Covered Polyurethane 
SHANK: Nylon UNG Bs 
tasT: RW51423 Chemicals Best 
CONSTRUCTION: Direct Attach Abrasions _ Best 
RATING: (3203) ASTM F2413-18, M/I/C, Mt SD 35 PR Heat Best 

EN ISO 20345:2011 S3 SRC M AN HRO ESD Non-Marking Yes 

(3204) ASTM F2413-18, M/I/C, Mt EH PR 

EN ISO 20345:2011 SB SRC MP AN E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41,42 43 44 45 46.47 48 

4 GUARD ComfortGard HR® MADE IN ITALY 

RED WING PETROKING Men's 6-inch Boot 
3205 @ PR @) 3229 @ PR EH) TredMax 
UPPER: Full Grain Black Leather . 
FooTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas Best 
LAST: RW51423 Chemicals Best 
CONSTRUCTION: Direct Attach Abrasions Best 
RATING: (3205) ASTM F2413-18, M/I/C, SD 35 PR: EN ISO 20345:2011 S3 SRC HRO ESD Heat Best 








(3225) ASTM F2413-18, M/I/C, EH PR EN ISO 20345:2011 SB SRC P E WRU HRO FO Non-Marking Yes 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41,42 43 44 45 46.4748 





/GUARD ComfortGard HR MADE IN ITALY 
RED WING PETROKING Men's 6-inch Boot 





3228 @ PR EH) TredMax 


UPPER: Full Grain Brown Leather 

FOOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas Best 
LAST: RW51423 Chemicals _ Best 
CONSTRUCTION: Direct Attach Abrasions _ Best 
RATING: ASTM F2413-18, M/I/C, EH PR Heat Best 

EN ISO 20345:2011 SB SRC P E WRU HRO FO 

CARE: Leather Protector, Shoe Cream 

SIZES: 35,36,37,38,39,40,41,42,43 44 45 46 47,48 


IG ARD ComfortGard HR! MADE IN ITALY 

















Non-Marking Yes 





& Steel Toe @ Aluminum Toe @ Non-Metallic Toe 6) Waterproof /PR| Puncture Resistant 








Metatarsal Guard 


RED WING PETROKING Men's 8-inch Boot 
3206 @ PR @) TredMax 


UPPER: Full Grain Black Puma Leather 
FOOTBED: Nylon Covered Polyurethane 
SHANK: Nylon 
LAST: RW51423 
CONSTRUCTION: Direct Attach 
RATING: ASTM F2413-18, M/I/C, Mt SD 35 PR 
EN ISO 20345:2011 S3 SRC M HRO ESD 
CARE: Leather Protector, Shoe Cream 
1 SIZES: 35,36,37,38,39 40,41,42,43 44 45 46 47,48 


Slip Best 
Oil/Gas Best 
Chemicals _ Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 
































y | 4GUARD ComfortGard HR?) MADE IN ITALY 
RED WING PETROKING Men's 8-inch Boot 
3207 @  @ 32208 TredMax 
UPPER: Full Grain Black Leather 
FOOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas Best 





LAST: RW51423 
CONSTRUCTION: Direct Attach 
RATING: (3207) ASTM F2413-18, M/I/C, SD 35 PR 
EN ISO 20345:2011 S3 SRC HRO ESD 
(3222) ASTM F2413-11, M/I/75/C/75, EH PR 
EN ISO 20345:2011 SB SRC P E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35 36,37,38,39,40,41,42 43 44 45 46 47,48 


Chemicals _ Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 




















Revrce. ComfortGard HR® ears eee 


RED WING PETROKING Men's 8-inch Boot 


3229 @ @ 





SOLE RESISTANCE CHART 





TredMax 
UPPER: Full Grain Brown Leather . 
FOOTBED: Nylon Covered Polyurethane Slip Best__ 
Oil/Gas Best 


SHANK: Nylon 
LAST: RW51423 
CONSTRUCTION: Direct Attach 
RATING: ASTM F2413-18, M/I/C, EH PR 
EN ISO 20345:2011 SB SRC P E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41,42,43 44 45 46.47,48 





Chemicals _ Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 






































eee ComfortGard HR? MADE IN ITALY 
RED WING PETROKING Men's 8-inch Boot 
328 GORD ®@ 3212000 0 TredMax 
UPPER: Black Cordura® . 
FOOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas __—Best__ 
LAST: RW51423 Chemicals Best 
CONSTRUCTION: Direct Attach Abrasions _ Best 
RATING: (3208) ASTM F2413-18, M/I/C, Mt SD 35 PR Heat Best 
EN ISO 20345:2011 $3 SRC M AN WR HRO ESD Non-Marking Yes 
(3212) ASTM F2413-18, M/I/C, Mt EH PR 
EN ISO 20345:2011 SB SRC M P AN E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41,42,43,44 45 46,.47,48 MADE IW ITALY 





me SOA CORCURS 4 Fe, comfortGard HRO 


AN Ankle Protection EH | Electrical Hazard @® Electrostatic Dissipative redwingsafety.com 
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RED WING PETROKING Men's 8-inch Boot 
3239 @ 6) PR EH) TredMax 


UPPER: Nubuck Leather 

















FooTBeD: Nylon Covered Polyurethane Slip Best 

SHANK: Nylon Oil/Gas Best 

LAST: RW51423 Chemicals Best __ 

CONSTRUCTION: Direct Attach Abrasions _ Best 

RATING: ASTM F2413-18, M/I/C, EH PR Heat Best 
EN ISO 20345:2011 SB SRC P E WR HRO FO Ene Ges 





CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,41,42 43 44 45 46 47,48 


Reece. ComfortGard HR» MADE IN ITALY 


RED WING PETROKING Men's 11-inch Pull-On Boot 
3220 OD GM & 








TredMa 

UPPER: Full Grain Brown Puma Leather ; 

FOOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Nylon Oil/Gas Best 





LAST: RW51423 
CONSTRUCTION: Direct Attach 
RATING: (3220) ASTM F2413-18, M/I/C, Mt EH PR 
EN ISO 20345:2011 SB SRC M P AN E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35 36,37,38,39,40,41,42 43 44 45 46 47,48 


Chemicals _ Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 

















FlexGrip™ y Ape ComfortGard HR® MADE IN ITALY 


RED WING PETROKING Men's 11-inch Pull-On Boot 
32219 HM @ 32248 Q@@ sien 


UPPER: Full Grain Brown Leather 























FoOTBED: Nylon Covered Polyurethane a Best 
SHANK: Nylon eInGSS Best 
LAST: RW51423 Chemicals Best 
CONSTRUCTION: Direct Attach Abrasions _ Best 
RATING: (3221) ASTM F2413-18, M/I/C, SD 35 PR Heat Best 
EN ISO 20345:2011 S3 SRC HRO ESD Non-Marking Yes 





(3224) ASTM F2413-18, M/I/C, EH PR 

EN ISO 20345:2011 SB SRC P E WRU HRO FO 
CARE: Leather Protector, Shoe Cream 
SIZES: 35,36,37,38,39,40,.41 42 43 44 45 46.47 48 


FlexGrip™ Cane ComfortGard HR® AMI 





Fo otwe ar S Ze C om p q ris on C h a rt Please note that there is no real standard for converting shoes. Your best 


option is to have your foot measured professionally at a local shoe store 
For most common International systems and get the Men’s and Women’s sizes directly from the measurement device. 


l | | [ | 
USA Men's ere) || al || 25s) | || sue) |e) | ee) TS \) 8 8:5 |) ae "95 (10.5 | i ‘iis 


USA Women’s [RRS BMIMMG Phos imme ns ie Fto i Ml oI otc il co Es O))S:5 2 10F PGS a 





SOM 33.5 | 34 /345| 35 | 36 | 37 |375| 38 |385 40 | 41 |41.5| 42 | 42.5 43.5| 44 | 45 | 48 | 49 | 50 














British SW. eo fS.0 Sao Se O-00 56 1 Bion 7 | Steere d oo VO PLO sie tee isa Pa is 








cm Men's | 21.5 ae 22.5 | 0) 23.5 | 24 ‘2m | 20 25.5 | 26 26.5. Cd) 275 | 28 285 | ad 29.5 | 30 | ol | 32 | 33 | 34 





Cumin Cl }21.5) 22 22.5] 23 }23.5)| 24 |24.5)] 25 |25.5)] 26 (26.5) 27 |27.5) 28 |28.5 


& Steel Toe @ Aluminum Toe @ Non-Metallic Toe 6) Waterproof i Puncture Resistant 
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PETRORING TECHNOLOGY 


BUILT FROM THE GROUND UP FOR MAXIMUM PERFORMANCE AND ALL-AROUND PROTECTION. 





FLEXIBILITY for bending & crawling 





STABILITY on uneven surfaces 


a 


PERFORMANCE in tough environments 





c 4 5 
HOW IT’S BUILT DIRECT ATTACH CONSTRUCTION FLEXIBILITY, STABILITY, PERFORMANCE 
How the upper is attached to the Upper is bonded directly to sole for Direct Attach boots provide an ideal 
sole directly dictates purpose and a lightweight and agile boot that oF=] k= ]aler-mimemcie] 6) olelaamac-lenel-lanamel-laleniarep 
ol-1a ue) anat-]avex-melar-lmeyelent stands up to tough conditions olttaahe}iayepr-]avemeve- Niele Me)amual-m ele 


aoe 
IMPACT PROTECTION* 


This patented technology consistently outperforms 
traditional foam-based materials, delivering exceptional 
absorption of forces from hazardous drops and impacts. 


o Molecules flow freely within soft, flexible and 
lightweight material. 


o Molecules lock upon impact to absorb energy. The 
see WING VES, Ue WielMeal ime lee < 


o Molecules instantly return to their free-flowing state, 
resuming flexibility and comfort. 


J Waterproof, temperature- 
i stable D30® material is 
Nakeaturel-Yemr-facliaromelenan 
| ankles and above the 
\ metatarsal area for an 
\ extra layer of on-the- 
\ | job protection. 





*Look for the D30® icon or see styles - 3208, 3212, 3206, 3203, 3204, 3214, 3220. 


redwingsafety.com fe 
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PETRORING TECHNOLOGY 
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O1— NYLON COVERED POLYURETHANE FOOTBED 
Combines the shock absorption and breathability 
of open-cell polyurethane with the durable 
plushness of nylon. 


S252 ee o 02~— PUNCTURE-RESISTANT INSOLE 
Non-metallic insole provides maximum 
fo} doha-Jond fe) ammagelsnmmekeaniayielai-scmelel-mnemcye) (- 
ees puncture. Material is lightweight, flexible and 
thermal-insulated for comfort. 
o 03-— COMFORTGARD MIDSOLE/OUTSOLE SYSTEM 


0 04 
SS eee Superior cushioning and traction for the 


030 toughest work environments 


° 06 o Q4— POLYURETHANE MIDSOLE 
Underfoot comfort and stability 
0 Q5— TREDMAX RUBBER OUTSOLE 


Exceptional slip-resistant performance 


HR? o 06— RUBBER OUTSOLE PLATFORM 
Non loading, best oil, slip and heat resistance 





o Q1— NON-LOADING LUG DESIGN O02 — PERIMETERAEUGS 0 Q3— STATIC-DISSIPATIVE OPTION 
Minimizes material Improve traction on Preven Srsiie Glecnienay 
oLU} A CelC} obm Ko) an-davar-laler-ye angled surfaces transmission 


slip resistance 
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PETRORING TECHNOLOGY 


Lightweight package with advanced toe protection. 


PREMIUM SAFETY TOE CAP 


Rugged fiberglass composite material protects without 
the weight and bulk. Rigorously tested to meet EN ISO and 
ASTM standards. 





~My 






METAL-FREE FOOTWEAR * ADVANCED HEEL PROTECTION 

Strategically built for a complete non-metallic The heel kick simplifies getting in and out of the 
oF-Toq ¢-Ve[- Mad ar-h Matswuaule [eile mr-lalemere)iinieyac-]ele-m'anaalenene oXoye} RM MnviCcmme] ey alenceliavemmal-1-)@land-1e)ana\m elim elaela-lenarare 
the weight and bulk. the leather from stretching and degrading. 
*Excludes PetroKing styles 5208, 3212 Advanced heel protection is available on styles - 
(Boa® steel wire) and 3206, 3207, 3229 (zipper). S22, S408, S204), S20, 2s), G22, S221), 
FLEXGRIP™ 


Available on 
pull-on styles 
Occ Umocc4ocel: 





“= # 

r ae x) : 

.. Pa, } 
a a a | 

a are aren es 


EASY ON/OFF LOCKED-IN FIT ANKLE SUPPORT 
FlexGrip” panel expands to allow Once you re in, panel contracts Provides superior ankle 
the heel to easily enter and exit for a tight, comfortable fit support on the jobsite 


MANUFACTURED IN ITALY 


From cars, clothing and cuisine to fine furniture and footwear, Italy is world-renowned for its 
quality manufacturing and meticulous attention to detail. All PetroKing work boots are hand- 
assembled in Italy by the finest craftsmen to ensure the utmost in performance and longevity. 





MADE IN ITALY 


redwingsafety.com iil 
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FOOTWEAR TECHNOLOGY & COMPONENTS 


Red Wing relies on insights from real workers and extensive market research to design for specific work environments. With 
oLU]geleyci- mae) © me) inal ialepamele|qmei-NV{-1e) 6l-]acmr-]ave ms ale |] al-1-] acmaal-1amc-NV/-] ae) 01-10) |i rema- rena) aye) cele \amue) anime] ale mae|alena(e)amiaiaem-nV(-1aVmel-tcy[eamel-i K-11 6 


UPPER TECHNOLOGY 


COR 


am  cordura® 


Rugged, high-performance material that is abrasion- and chemical- 
resistant. It's also easy to clean. 


D30° 
Impact protection 


This patented technology consistenly outperforms 
traditional foam-based materials, absorbing 
energy from drops and impacts. Meets EN ISO and 
ASTM standards. 


Perce. ForceGuard™ 

GUARD Added protection for durability 
This technology is a protective covering that 
provides long-wearing abrasion, oil and 


chemical resistance on critical areas of the boot. 
Rubber covering for durability. 


« Boa® Lacing System 
830A Revolutionary closure system 
Boa® technology makes getting in and out of 
lace-up boots faster and easier than ever. Turn the 
dial to tighten laces to the perfect tension, with no 


pressure points. One click of the reel releases the 
laces instantly. 


FlexGrip™ 
Pull-on boot-fit system 


Innovation designed to lock the foot in place with panels for flexibility and 
comfortable movement while also expanding to allow easy entry and exit. 


The Electrical Hazard and Electostatic 
Dissipative icon both use yellow backgrounds. 
This yellow colour quickly represents electrical 
protection. EH and ESD protection cannot 
exist in the same boot. Always look closely to 
identify the EH or ESD icon. 


LINING TECHNOLOGY 


RW Red Wing Waterproof 


ease 3-layers for waterproof protection - 


This system uses a 3-layer approach to keep feet 
dry. 1 - Linings help move moisture away from the 
foot to keep it dry. 2 - Foam provides cushioning 
and a comfortable fit. 3 - A waterproof bootie Is 

a barrier to keep water out. Tricot, a protective 
material, is applied to the outside of the bootie to 


Perspiration moves away from 
ensure a complete waterproof system. 


the foot while water stays out. 


INSOLE TECHNOLOGY 
er 


COMFORTGARD 
Midsole/outsole system 


Superior cushioning and traction for the toughest work environments. 
A polyurethane midsole for underfoot comfort and stability. A rubber 
outsole platform for non loading, best oil, slip and heat resistance. 


SOLE TECHNOLOGY 
eS 


HR!) Heat-resistant Outsoles 
Performance on hot surfaces 

Soles that have been designed and tested to 

perform on high heat surfaces. Soles identified 


as HRO are heat resistant to melting at a 


ie é . 
minimum of 475° Fahrenheit. Durable sole resists melting. 


Slip-resistant Outsoles 
SR Performance on slippery surfaces 


Soles that have been designed and tested to perform on slippery surfaces. 
Soles identified as SRC meet the standard listed with each product. 


ELECTRICAL HAZARD 
Extra protection from accidental contact with electrically energized objects. 


ELECTROSTATIC DISSIPATIVE 


Helps control the amount of electrical discharge from the body, ideal for 
sensitive electronic environments. 
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DALETEC® 


Comfortable, engineered 
flame-resistant fabric 





Pyrovatex Treated FR Cotton Fabric 


Daletec flame-resistant fabric is strong, yet comfortable and it offers the 
easy wearing properties of cotton. Choose from several Red Wing styles that 220 g/m? (6.5 oz./yd?) FABRIC CODE 15 
feature Daletec fabrics = coveralls, jackets, trousers, parkas or bib ‘n brace. Weight  Greige 200 g/m? (5.9 0z./yd?) 
Available in non-insulated and insulated options designed to match working Finished 220 g/m? (6.5 oz./yd?] 
conditions around the world. 





Blend 98% Cotton, 2% Antistat 


Available in six fabric weights shown throughout this catalog. i‘ sSeeyit 
eave WI 


FEATURES 250 g/m? (7.5 oz./yd?) FABRIC CODE 19 
e Made of cotton, Daletec fabric is soft, pliable and can be comfortably worn Weight Greige 235 g/m? (6.93 oz./yd2I 


directly against the skin. Finished 250 g/m? (7.5 0z./yd?) 


° Due to its molecular structure, cotton is warmer in cold weather and cooler in hot 


weather than many synthetic fabrics. Blend 98% Cotton, 2% Antistat 


© Cotton fibers are spun to maximize fabric strength and durability. Weave Twill 2/1 
e Like other natural fabrics, Daletec fabric absorbs and transfers moisture away 290 g/m? (8.5 oz./yd2) FABRIC CODE 28 


from the body to keep the wearer dry and comfortable. 
Weight Greige 8.25 oz./yd? (280 g/m?) 


e Daletec fabric performs well in a variety of climate applications. Uninsulated Finished 8.5 oz./yd? (290 g/m?) 


garments are well-suited for temperate climates. Insulated options are available 
for cold environments. Blend 75% Cotton, 25% Polyester 


FLAME-RESISTANT PROPERTIES Weave — Satin 4/1 


° Daletec fabric provides protection against accidental flash fires and heat. It’s 290 g/m? (8.5 oz./yd*) FABRIC CODE 29 
designed not to ignite, melt, drip or expose the skin of the wearer. 
Weight Greige 8.25 oz./yd? (280 g/m?) 


e Flame-resistant characteristics last throughout the Daletec fabric's lifetime, Finished 8.5 oz./yd? (290 g/m?) 
regardless of washing frequency when care instructions are followed. 


Blend 74% Cotton, 24% Polyester, 
2% Antistat 
WASH AND CARE 


Standard home, commercial and industrial laundering is appropriate. When laundering 
instructions are followed, shrinking tolerance is typically 3-5%. 350 g/m? (10.5 0z./yd?) FABRIC CODE 30 
Machine wash normal: Unlined: max 60°C /140°F Insulated: max 40°C / 104° F 

Weight Greige 315 g/m? (9.29 oz./yd?) 


ZX Do not bleach Finished 350 g/m? (10.5 oz./yd?) 
(= !ron medium heat: max 150° C / 300° F 


(P) Dry clean: any solvent except trichloroethylene 


Weave Satin 4/1 


Blend 98% Cotton, 2% Antistat 


Tumble dry normal: low heat Weave Satin 4/1 

Do not use cleaning agents containing organic soap, chlorine bleach, hydrogen peroxide 450 g/m? (13.3 oz./yd?] FABRIC CODE 36 
or any bleaching agent. 

Do not use softeners or starch. Weight Greige 410 g/m* (12 0z./yd*) 


- : . 
Do not use acids or sour rinse. Finished 450 g/m* (13.3 oz./yd*) 


Blend 100% Cotton 
Tera 2200 | 2502 | 290 | 290e | 3500 | 450¢ ° 
FABRIC | FABRIC | FABRIC | FABRIC | FABRIC | FABRIC Weave Satin 8 end 
COMPLIANCE (ofa) a) =am sym (00) 8) =n Re Df O40) 0) =ir-Xs Wm O40) 8) =OP-X° BO 0) 0) =ARC ON A BLO) 1) SARC 


STANDARD Please confirm availability with 
COLORS ~~ your Red Wing representative. 





EN ISO 11612 * - 7 : : : : Special order colors available 
NFPA 2112 UL Recognized Component upon request. 

NFPA 2112 Whole Garment Certified 

Electric Arc Flash (IEC 61482-2, Class1) e e e e e e 

CAT2 (ASTM F1959) . ~ 

Anti-static (EN 1149-5) e e e e 

High Visibility (EN ISO 20471 on select colors) e e e ° e 

Welding and Allied Processes Protection 7 ‘ P 

(EN ISO 11611 Class1) 

Oeko-Tex® e e e ° e e 


* See garments for specific levels. 


asp FLASHGUARD® 2906 (8.5 0.2.) 


Midweight and breathable, inherently 
GUARD flame-resistant fabric 








INHERENT FR MODACRYLIC COTTON FABRIC 





FABRIC CODE 08 AND 22 FlashGuard is a Red Wing-exclusive flame-resistant fabric. 
Weight Greige 271 g/m? (8 oz./yd?) lt combines innovative tencel fibers that are comfortable and 
Finished 290 g/m? (8.5 0z./yd’) color-fast, with modacrylic fibers that give the fabric its flame- 


resistant properties. Altogther the proprietary blend creates a 
superior fabric that is inherently flame-resistant, breathable 
and comfortable. 


Blend 48% Tencel, 39% Modacrylic, 
12% Aramid, 1% Antistat 


Weave Twill 2/1 
FEATURE 
COMPLIANCE eae — - _ 
fst ond N06 ee 
Flame Al + A2, B1, C1 (single layer) and P g ee) y 
Al + A2, B2, C2, F2 (multi-layer) ° Absorbs moisture and transfers it away from the body, keeping the 
insulated garments wearer dry and comfortable 
Flashfire NFPA 2112 UL Recognized Component © Midweight and breathable, performs well in a variety of climates, 
and is particularly well-suited for temperate conditions. Insulated 
Electric Arc IEC 61482-2, Class 1 garments are designed to perform in the most severe cold and 
Flash Arctic conditions 
Anti-static EN 1149-5 FLAME-RESISTANT PROPERTIES 
Oeko-Tex® Oeko-Tex® Standard 100 sets ° When exposed to flash flame, FlashGuard fabric fibers carbonize 
limits for maximum content ot and will not melt or drip, forming a barrier to minimize burns to the 
formaldehyde, pesticides, PCBs, wearer's skin 


heavy metals, azo dye, arylamine 
flame-retarding agents, phthalates, 
volatile organic substances, biocides 
and other substances. 


° Inherently flame-resistant, with FR properties that last throughout the 
fabric’s lifetime, regardless of washing frequency 


STANDARD _ Please confirm availability with your 
COLORS Red Wing representative. Special 
order colors available upon request. 


WASH AND CARE 


Standard home, commercial and industrial laundering is 
appropriate. When laundering instructions are followed, 
shrinking tolerance is typically 1-3%. 


Machine wash normal 

Unlined: max 60° C/ 140° F 

Insulated: max 40° C/ 104° F 
As Do not bleach 
f=\ |ron medium heat: max 150° C / 300° F 
(P) Dryclean: any solvent except trichloroethylene 
Tumble dry normal: low heat 
Do not use cleaning agents containing organic 
soap, chlorine bleach, hydrogen peroxide or any 
bleaching agent. 
Do not use softeners or starch. 


redwingsafety.com 15 
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Men's FR Coverall Series 


76691, 76652, 76654 
A, 76651 / 76652 


FABRIC MATERIAL 


Daletec® 


6.5 0z / 220g 
10.5 oz / 350g 










FABRIC COLOR* COLOR CODE a 


Orange 







EN ISO 11612 Al + A2, Bl, C1 e 
EN ISO 11612 Al + A2, Bl, Cl, Fl e 


EN ISO 11612 Al + A2, B2, C2, F2 e 
Electric Arc Flash 


(IEC 61482-2, Class 1) : $ ° 
CAT2 (ASTM F1959) A 
Anti-static (EN 1149-5) @ a : 


Welding and Allied Processes 
Protection (EN ISO 11611) 


PERFORMANGE FEATURE = 


100g Polyester Insulation 





CHEST EU/RU a Inch / cm Equivalent 





34"-36" 86-92 cm 
a r 36"-38" 92-97 cm 
40 00 38"-40" 97-102 cm 
42 ay 40"-42" 102-107 cm 
44 04 A2"-4qn 107-112 cm 
46 06 4A"-A6" 112-117 cm 
48 08 46"-48" 117-122 cm 
90 60 48"-50" 122-127 cm 
92 62 90"-52" 127-132 cm 
4 64 92'-04" 132-137 cm 
96 66 04"-56" 137-142 cm 
08 68 96"-58" 142-147 cm 
60 70 08'-60" 147-152 cm 


This coverall has a classic look and a great fit. 76654 Is fully insulated 
with 100g polyester insulation. It features eight pockets, non-sparking 
YKK® zips and press studs throughout. Major seams are double- or 
triple- stitched and stress points are bar-tacked for strength. 


A) Concealed two-way, black high-density polyester coil zip with 
press stud closure 


B) Twochest pockets with zip closure and storm flaps 

C) One sleeve pocket 

D) Action back pleats for freedom of movement and comfort 
E) Two radio loops 

F) Elasticized waistband 

G) Two back pockets with flaps 

H) Two side pockets with hidden exterior-to-interior access 
I) Internal knee pad pockets (knee pads sold separately) 

J) Tool pocket on right leg 

K) Concealed press button on cuffs 


L) 2" (50mm) wide reflective FR striping around arms, legs and 
over the shoulders 













* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR Jacket 


62130 


PRODUCT NUMBER PAR 





FABRIC MATERIAL Pa 


Daletec® e 


FABRIC WEIGHT 


10.5 0z / 350¢ 











FABRIC COLOR CODE 


Orange 5/7 
Red 59 
Navy Blue 53 
Royal Blue 54 
COMPLIANCE 





FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl, Fl 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


CAT2 
Anti-static (EN 1149-5) 





CHEST Inch / cm Equivalent 








S 36"-38" 92-97 cm 
M 38"-42" 97-107 cm 
L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
Regular up to 6' 1" up to 185 cm 
Tall up to 6' 4" up to 196 cm 
Shoulder pleats maximise range of motion, allowing for Adjustable waistband with 
greater flexibility and comfort on the job hook-and-loop closure 


This roomy work jacket features a YAK® non-sparking, front 

zip. It features seven versatile pockets and shoulder pleats 

for a full range of movement. All major seams are double- or 

triple-stitched and stress points bar-tacked for strength. 

50mm (2") reflective FR striping on the 621 Series ensures 

high visibility and safety. 

A) Concealed one-way, black high density polyester coil zip 
with brass snap closure 

B) Left sleeve pocket with pen pocket divider, small flap with 
hook-and-loop closure 


C) Shoulder pleats for freedom of movement and comfort 
D) Two radio loops 


E) Left chest pocket with press stud closure, pen sleeve 
opening, and additional external pocket with vertical 
Zipper access 


F) Right chest pocket with press stud closure and separate 
mobile phone pocket with hook-and-loop closure 


G) Two large side pockets 
H) Adjustable waistband 
I) Concealed press stud on cuffs 


J) 2" (50mm) reflective FR striping around arms and over 
the shoulders. 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com | 17 


Men's FR Trousers 


66230 & 76642* 
ne A, 





FABRIC MATERIAL 


Daletec® e 


Se ienercer DT 





10.5 0z/ 350g 







Orange 
Red 
Navy Blue 


a 
a - 






Royal Blue 





FLAME RESISTANT = aa 
e 


EN ISO 11612 Al + A2, B1, Cl, Fl e 
Electric Arc Flash 


(IEC 61482-2, Class 1) ° 
CAT2 (ASTM F1959) - z 
Anti-static (EN 1149-5) ® ® 





ERY | Inch / cm Equivalent 


30 30" 76cm 
2 32: 82 cm 
34 34" 86 cm 
36 36" 92 cm 
38 38" 97cm 
40 40" 102 cm 
42 Va 107 cm 
44 44" 112 cm 
A6 46" ne oni 
48 48" 122 cm 
50) 50" 127 cm 
PSEA | tnch/om Equivalent 
28 23) 71cm 
30 30" 76cm 
32 Syed 82 cm 
30 ail 87 cm 
36 36" 92 cm 


These jeans-cut, work trousers feature eight pockets, 
non-sparking YKK® zip with heavy duty jean button closure 
and durable 2" belt loops on front and back waistband. 
Major seams are double- or triple-stitched and stress points 
are bar-tacked for strength. 


A) Concealed one-way, high-density polyester coil zip with 
metal jean button closure 


B) Two deep side slash pockets, right side with coin pocket 
C) Two back pockets, right side with flap 


D) Large cargo pocket with separate mobile phone pocket 
on left leg 


E) Double tool pocket on right leg 
F) 2" (50mm) wide reflective FR striping around legs 


G) Internal knee pad pockets (knee pads sold separately) 
76642 ONLY 





*76642 minimum order required. 
Please contact your Red Wing Global Solutions Expert for more information. 


18 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Womens FR Coverall 


76590 





= A 


FABRIC MATERIAL 


Daletec® 


FABRIC WEIGHT aa 


10.5 oz / 350g e 


a 
Orang 
Royal Blue Ta - 

ee 

runenesstar 


EN ISO 11612 Al + A2, Bl, Cl, Fl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


CAT2 (ASTM F1959) e 
Anti-static (EN 1149-5) e 











ee EU/RU _— Inch / cm Equivalent 


36" 92 cm 
i - 38" 97cm 
12 40 40" 102 cm 
14 42 As 107 cm 
16 44 44" 112 cm 
18 46 46" 117 cm 


This women's coverall features eight pockets for 
functionality. All major seams are triple-stitched and stress 
points are bar-tacked for strength. 


A) Concealed two-way, black high density polyester coil 
zip with brass snap closure 


B) Two chest pockets with zip closure and storm flaps 
C) One sleeve pocket 

D) Concealed press button on cuffs 

E) Two back pockets 


F) Two side pockets with hidden exterior-to-interior access 
and press stud closure 


G) Tool pocket on right leg 


H) 2" (50mm) wide reflective FR striping around arms, 
legs and over the shoulders 








Customized garments and PPE programs are available. Call us for more information. redwingsafety.com | 19 


Men's FR Lab/Shop Coat 


72830 


ED 





FABRIC MATERIAL a 


Daletec® e 


*Minimum order required. 
FABRIC WEIGHT [ws 


Please contact your Red Wing 
02) BoUs e Global Solutions Expert for more 


FABRIC COLOR CODE = information. 


Royal Blue 








COMPLIANCE a 
FLAME RESISTANT = 


EN ISO 11612 Al + A2, Bl, Cl, Fl 


Electric Arc Flash 
(IEC 61482-2, Class 1) 





CAT2 (ASTM F1959) O 
Anti-static (EN 1149-5) e 
ASS | 
XXS 32"-34" 82-86 cm 
XS 34"-36" 86-92 cm 
S 36"-38" 92-97 cm 
M 38"-42" 97-107 cm 
L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54"-58" 137-147 cm 
Regular up to 6' 1" up to 185 cm 
Tall * up to 6' 4" up to 196 cm 


* Tall not available in XXS and XS chest size. 


Long sleeve lab/shop coat. Stress points reinforced with 
bar-tacks. Pinch pleated back and rear vent for freedom of 
movement and comfort. 


A) Concealed YKK® brass press studs front closure 


B) Sleeve pocket with pen pocket divider, small flap with 
hook-and-loop closure 


C) Three patch pockets 





20 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR Welders Coverall 


16139 





16159 A 


FABRIC MATERIAL 


Daletec® 


FABRIC WEIGHT 


33 oz) 4509 


FABRIC COLOR CODE 


Orange 
Red 
Navy Blue 





FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl, F1 e 


Electric Arc Flash 
(IEC 61482-2, Class 1) 
Welding and Allied Processes 
Protection (EN ISO 11611, Class 2) 








CHEST EU/RU Equivalent Inch / cm Equivalent 


36 46 34"-36" 86-92 cm 

38 48 36"-38" 92-97 cm 

40 00 38"-40" 97-102 cm 
42 ay 4Q"-42" 102-107 cm 
44 o4 42"-4q" 107-112 cm 
46 96 4A"-AG" 112-117 cm 
48 08 46"-48" 117-122 cm 
00 60 48"-50" 122-127 cm 
2 62 90-52" 127-132 cm 
4 64 92-04" 132-137 cm 
96 66 04"-56" 137-142 cm 
08 68 96"-58" 142-147 cm 
60 10 08"-60" 147-152 cm 


This welder's coverall has a classic look and great fit. 

It features seven pockets for functionality. All major 
seams are triple-stitched and stress points are bar-tacked 
for strength. 


=> 


) Front button closure 
) Two chest pockets 


oOo ww 


) Elasticized waistband 


) Two back pockets with flaps 


rm 
— 


Two side pockets 


m7 
al 


Ruler and tool pocket on right leg 


[-r) 
— 


Internal knee pad pockets (knee pads sold separately) 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com | 2l 


Men's FR Coverall 


61708 





FABRIC MATERIAL (I 


Red Wing FlashGuard® e 





FABRIC WEIGHT LT 


8.5 oz / 290g e 













YJ//ash 
G 


UARD’ 


Red Wing is making an inline 
change from the 61712 to 
the 61708 coverall. 










| rapric | couoncove, | Please contact your Red 
Orange — aa Wing Global Solutions Expert 
for more information. 
Red @ 
Navy Blue 
Royal Blue 


e@ 
COMPLIANCE [J 
EN ISO 11612 Al + A2, B1, Cl @ 


Electric Arc Flash 
(IEC 61482-2, Class 1) 


CAT2 (ASTM F1959) e 
Anti-static (EN 1149-5) e 


FLAME RESISTANT 





CHEST EU/RU Equivalent 


Inch / cm Equivalent 


36 46 34"-36" 86-92 cm 

38 48 36"-38" 92-97 cm 

40 50 38"-40" 97-102 cm 
42 52 40"-42" 102-107 cm 
44 54 42"-44" 107-112 cm 
A6 56 44"-46" 112-117 cm 
48 58 46"-48" 117-122 cm 
50 60 48"-50" 122-127 cm 
52 62 50"-52" 127-132 cm 
54 64 52"-54" 132-137 cm 
56 66 54"-56" 137-142 cm 
58 68 56"-58" 142-147 cm 
60 70 58"-60" 147-152 cm 

Regular up to 6' 1" up to 185 cm 


*Garment available in four leg lengths upon special request. 


Deluxe coverall features a great fit and YAK® non-sparking zippers 
throughout. Press studs and zippers are covered by fabric on the inside, 
so nothing but soft protective material comes in contact with your skin. 
Major seams are double- or triple-stitched and stress points are bar- 
tacked for strength. Reflective tape applied to arms, legs and shoulders. 


A) Concealed two-way, black high density polyester coil zips with 
brass snap closure 


B) Two chest pockets with concealed zip closure 

C) Left sleeve pocket divider, small flap with hook-and-loop closure 
D) Two radio loops 

E) Action back pleats for freedom of movement and comfort 

F) Elasticized waistband 

G) Two back pockets, one with flap 


H) Two side pockets with hidden exterior-to-interior access through 
pocket lining 


I) Cargo pocket with separate mobile phone and pen pocket 
on left leg 


J) Ruler and tool pocket on right leg 
K) Internal knee pad pockets (knee pads sold separately) 
L) Concealed snaps on cuffs and ankle openings 





M) Reflective tape around arms, legs and shoulders 


22 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 





a a TE: 





A 


FABRIC MATERIAL oS 
e 


Daletec® 


FABRIC WEIGHT 4 


7.5 0z/ 250g e 


FABRIC COLOR CODE 4 
8/ e 


Hi-Vis Yellow / 
Red 





COMPLIANCE a 
FLAME RESISTANT ai 


EN ISO 11612 Al + A2, Bl, Cl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 





CAT2 (ASTM F1959) : 
Anti-static (EN 1149-5) © 
[Sip 
36 46 34"-36" 86-92 cm 
38 48 36"-38" 92-97 cm 
40 50 38"-40" 97-102 cm 
42 52 40"-42" 102-107 cm 
44 54 42"-44" 107-112 cm 
A6 56 44"-46" 112-117 cm 
48 58 46"-48" 117-122 cm 
50 60 48"-50" 122-127 cm 
52 62 50"-52" 127-132 cm 
54 64 52"-54" 132-137 cm 
56 66 54"-56" 137-142 cm 
58 68 56"-58" 142-147 cm 
60 70 58"-60" 147-152 cm 
Short Up to. oP up to 175 cm 
Regular up to 6' 1" up to 185 cm 
Tall Gl toa, 45 up to 196 cm 
Extra Tall 6' 4" and up 196 cm and up 


A) Concealed two-way, black high-density polyester coil 
zip with press stud closure 


B) Shoulder pleats for freedom of movement and comfort 
C) Radio loops on chest 

D) Double pen pocket on left arm 

E) Twochest pockets with hook-and-loop flap closure 

F) Elasticized waistband 

G) Two side pockets with hidden exterior-to-interior access 
H) Two back pockets, right side with flap 

I) Internal knee pad pockets (knee pads sold separately) 
J) Tool pocket on right leg 


K) 2" (50mm) wide reflective FR striping around arms, 
legs and over the shoulders 


Customized garments and PPE programs are available. Call us for more information. 





Men's FR Coverall 


76913 


redwingsafety.com 


rae 
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Men's FR High Visibility Multinorm Coverall 


61329 


PRODUCT NUMBER 61329 





FABRIC MATERIAL oS 


Daletec® e 


FABRIC WEIGHT ae 


8.5 oz/ 290g e 


FABRIC COLOR CODE [4 


Hi-Vis Yellow / 





FLAME RESISTANT eas 


EN ISO 11612 Al + A2, Bl, Cl, Fl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 








Hook-and-loop closure option 


Anti-static (EN 1149-5) e 
High Visibility (EN ISO 20471: Class 3) 
(Australia/New Zealand e 


AS/NZS4602.1 Class D/N) 


Welding and Allied Processes 
Protection (EN ISO 11611: Class 1) 


CHEST EU/RU Equivalent Inch / cm Equivalent 


36 46 34"-36" 86-92 cm 
38 48 36"-38" 92-97 cm 
40 50 38"-40" 97-102 cm 
4? Oo 40"-42" 102-107 cm 
44 54 42"-44" 107-112 cm Internal chest pocket for a 
AG 56 AA"-AG" 112-117 cm radio with external opening so 
48 58 A6"-43" 117-122 em mic attaches to radio loop at 
50 60 48"-50" 129-127 em the shoulder. 
52 62 50"-52" 127-132 cm 
54 64 52"-54" 132-137 cm a“ = 
56 66 54"-56" 137-142 cm _ 
58 68 56"-58" 142-147 cm 
60 70 58"-60" 147-152 cm 
Regular Wye wate IP up to 185 cm 


*Garment available in four leg lengths upon special request. 


This deluxe, high-visibility coverall fits great and features ten pockets and non-sparking YKK® zips 
throughout. The sleeves are designed with pre-bent elbows for a more contoured fit and ease of 
movement. 100% brass press studs are covered on the inside so nothing but soft, protective material 
comes in contact with your skin. Major seams are triple-stitched and stress points are bar-tacked for 
strength. Reflective striping is strategically placed for increased visibility and safety. 


A) Concealed two-way, black high density polyester coil zips with brass snap closure 
B) Two chest pockets with concealed zip closure 

C) Internal chest pocket for radio with hook-and-loop closure 
D) Two radio loops 

E) Sleeve pocket for mobile phone and pen 

F) Action back pleats for freedom of movement and comfort 
G) Sleeves with pre-bent elbows for ease of movement 

H) Elasticized waistband 

1) Two side pockets with hidden exterior-to-interior access 

J) Two back pockets with flaps 

K) Cargo pocket on left leg 

L) Ruler and tool pocket on right leg 

M) Internal knee pad pockets (knee pads sold separately) 

N) Concealed YKK® brass press studs throughout 


0) 2" (50mm) wide reflective FR striping around arms, body, 
legs and over the shoulders 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR Coverall 


76660 







PRODUCT NUMBER 76660 
FABRIC MATERIAL [4 
(2) 


Daletec® 





A 


FABRIC WEIGHT 


8.5 oz/ 290g 





FABRIC COLOR CODE 
Hi-Vis Yellow / 
Navy 


Hi-Vis Yellow / 
Red 






FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl 


Electric Arc Flash 
(IEC 61482-2 Class 1) 





CHEST EU/RU Equivalent Inch / cm Equivalent 





36 46 34"-36" 86-92 cm 
38 48 36"-38" 92-97 cm 
40 50 38"-40" 97-102 cm 
42 52 40"-42" 102-107 cm 
44 54 42"-44" 107-112 cm 
46 56 44"-46" 112-117 cm 
48 58 46"-48" 117-122 cm 
50 60 48"-50" 122-127 cm 
OZ 62 50"-52" 127-132 cm 
54 64 52"-54" 132-137 cm 
56 66 54"-56" 137-142 cm 
58 68 56"-58" 142-147 cm 
60 70 58"-60" 147-152 cm 
Short up to 5' 9" up to 175 cm Internal chest pocket 
Regular up to 6' 1" up to 185 cm Raat oe Ss 
Tall be ltoGe: up to 196 cm to radio loop at the 
Extra Tall 6'4" andup | 196 cm and up shoulder. 


This coverall fits great and features ten pockets and non-sparking 
YKK® zips throughout. 100% brass press studs are covered on the 
inside so no brass comes in contact with your skin. Major seams 
are double- or triple-stitched and stress points are bar-tacked for 
Strength. 


) Concealed two-way, black high density polyester coil zips 
with brass snap closure 


) Two chest pockets with concealed zip closure 


=> 


oOo wo 


) Sleeve pocket for mobile phone and pen 


o 


) Two radio loops 





E) Internal chest pocket for radio with hook-and-loop 
closure 
F) Action back pleats for freedom of movement 


and comfort 


G) Two side pockets with hidden exterior-to-interior 
access through pocket lining 


H) Two back pockets, one with flap 


I) Cargo pocket with separate mobile phone pocket 
on left leg 


J) Ruler and tool pocket on right leg 








K) Internal knee pad pockets (knee pads sold separately) 





L) Concealed snaps on cuffs and ankle openings 


M) 2" (50mm) wide reflective FR striping around arms, 
legs and over the shoulders 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 
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Men's FR High Visibility Multinorm Jacket 


63229 


PRODUCT NUMBER [E22] 





FABRIC MATERIAL i 


Daletec® e 





FABRIC WEIGHT Fo] 


8.5 oz / 290g e 


FABRIC COLOR CODE ] 





Hi-Vis Yellow / 
Night Blue ° 
awenessiot | 


EN ISO 11612 Al + A2, Bl, Cl, Fl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


CAT2 (ASTM F1959) e 
Anti-static (EN 1149-5) e 
High Visibility (EN ISO 20471: Class 2) 


Welding and Allied Processes 
Protection (EN ISO 11611: Class 1) 





CHEST Inch / cm Equivalent 


XS 34"-36" 86-92 cm 

S 36"-38" 92-97 cm 

M 38"-42" 97-107 cm 

L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54"-58" 137-147 cm 
Regular up to 6' 1" up to 185 cm 
Tall * up to 6' 4" up to 196 cm 


* Tall not available in XS chest size. 





Internal chest pocket for a Hook-and-loop closure option 
radio with external opening so on collar 

mic attaches to radio loop at 

the shoulder. 


This spacious, high-visibility work jacket features a 
non-sparking YKK® front zip. The sleeves are designed 
with pre-bent elbows for a more contoured fit and ease 
of movement. Major seams are triple-stitched and 
stress points are bar-tacked for strength. Reflective 
Striping is strategically placed for increased visibility 
and safety. 


A) Concealed one-way, black high density polyester 
coil zip with brass snap closure 


B) Two chest pockets with concealed zip closure 


C) Internal chest pocket for radio with hook-and-loop 
closure 


D) Two radio loops 
E) Sleeve pocket for mobile phone and pen 


F) Action back pleats for freedom of movement and 
comfort 


G) Sleeves with pre-bent elbows for ease of movement 
H) Two large side pockets with brass snap closure 





I) Concealed YKK® brass press studs throughout 


J) 2" (50mm) wide reflective FR striping around arms 
and body 


26 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR High Visibility Multinorm Trousers 


66929 





66929 A 


FABRIC MATERIAL 


Daletec® 


FABRIC WEIGHT 


8.5 oz / 290g e 


FABRIC COLOR CODE 


Hi-Vis Yellow / 
Night Blue ° 





FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl, Fl 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


CAT2 (ASTM F1959) 





Anti-static (EN 1149-5) 
High Visibility (EN ISO 20471: Class 1) 


Welding and Allied Processes 
Protection (EN ISO 11611: Class 1) 





ERY | Inch / cm Equivalent 


24 “ile 61 cm 
26 26" 66 cm 
28 28" 71cm 
30 30" 76cm 
ay 32" 82 cm 
34 ofits 86 cm 
36 36" 92 cm 
38 30r 97 cm 
AQ 40" 102 cm 
42 A es 107 cm 
44 44" cm 
46 46" 117 cm 
48 48" 122 cm 
50 50" 127 cm 
2 52! 132 cm 
54 oun Nev 
56 56" 142 cm 
58 58" 147 cm 
60 60" 152 cm 
Pinsea | inch om Equivalent 
28 23% 71cm 
30 30" 76cm 
a7 sen 82 cm 
34 ay 87 cm 
36 36" 92 cm 





These jeans-cut, high-visibility work trousers feature a non-sparking 
YKK® zip and durable 2" belt loops on front and back of waistband. 
Major seams are triple-stitched and stress points are bar-tacked for 
strength. 


A) Two deep side pockets 

B) Two back pockets with flaps 

C) Cargo pocket on left leg 

D) Ruler and tool pocket on right leg 

E) Internal knee pad pockets (knee pads sold separately) 





F) 2" (50mm) wide reflective FR striping around legs 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 


Men's FR High Visibility Multinorm Trousers 


16771 


PRODUCT NUMBER 





FABRIC MATERIAL ma 


Daletec® 


FABRIC WEIGHT = 


8.5 oz / 290g 


a 
Hi-Vis Yellow / 9] 
Night Blue 











FLAME RESISTANT ina 


EN ISO 11612 Al + A2, Bl, Cl, Fl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


CAT2 (ASTM F1959) ~ 


Anti-static (EN 1149-5) e 
High Visibility (EN ISO 20471: Class 2) 


WAIST Inch / cm Equivalent 


28 28" 71cm 
30 300 76cm 
7 Gye 82 cm 
34 ayile 86 cm 
36 36" 92 cm 
38 38" 97 cm 
40 40" 102 cm 
42 42" 107 cm 
44 44" 112 cm 
46 46" Ioan 
48 48" 122 cm 
a 
28 28" 71cm 
30 30" 76cm 
37 Wen 82 cm 
34 ail 87 cm 
36 36" 92 cm 





These high-visibility trousers feature 3" (75mm) wide reflective FR 
striping around the legs for enhanced visibility of the worker. The jeans- 
cut trousers are designed with a non-sparking, hardwearing zip, durable 
2" belt loops in the front and back, and triple-stitched seams with 
bar-tacked stress points for added strength. Ample pockets for tools and 
accessories. 





A) Two side pockets hidden under hardware pouches 

B) Two hardware pouches with tool holsters 

C) Two back pockets, one with flap 

D) Cargo pocket with separate mobile phone pocket on left leg 
E) Double tool pocket on right leg 

F) Internal knee pad pockets (knee pads sold separately) 

G) 3" (75mm) wide reflective FR striping around legs 





28 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR High Visibility Multinorm Shirt 


66729 





66729 A. 


FABRIC MATERIAL 


Daletec® 


FABRIC WEIGHT 


8.5 oz/ 290g 


FABRIC COLOR CODE 


Hi-Vis Yellow / 
Night Blue ° 





FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl, Fl 


Electric Arc Flash 
(IEC 61482-2, Class 1) 


CAT2 (ASTM F1959) 





Anti-static (EN 1149-5) 
High Visibility (EN ISO 20471: Class 2) 


Welding and Allied Processes 
Protection (EN ISO 11611: Class 1) 


* FACTORY DIRECT, MINIMUM ORDER QUANTITY APPLIES. 





CHEST Inch / cm Equivalent 


XS 34"-36" 86-92 cm 

5 36"-38" 92-97 cm 
38"-42" 97-107 cm 

L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54"-58" 137-147 cm 
Regular up to 6' 1" up to 185 cm 
fale up to 6' 4" up to 196 cm 


* Tall not available in XS chest size. 


This comfortable, high-visibility work shirt features an 
extra long body, button-down pockets and front placket. 
The sleeves are designed with pre-bent elbows for a more 
contoured fit and ease of movement. Major seams are 
double-stitched and bar-tacked for strength. 


A) Front button closure 

B) Two chest pockets with button-down flaps 

C) Two radio loops 

D) Sleeve pocket for mobile phone and pen 

E) Back pleats for freedom of movement and comfort 
F) Sleeves with pre-bent elbows for ease of movement 
G) Button cuffs 


H) 2" (50mm) wide reflective FR striping around arms 
and body 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 
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Men's FR High Visibility Winter Parka 


16708 


16708 





FABRIC MATERIAL ry 


Daletec® e 


Limi k 
encvacr | 


8.5 oz / 290g e 


a 
Hi-Vis Yellow / . 
Night Blue 











FLAME RESISTANT = 


EN ISO 11612 Al + A2, B2, C2, F2 ® 
Electric Arc Flash 


(IEC 61482-2, Class 1) : 
Anti-static (EN 1149-5) e 
High Visibility 
(EN ISO 20471: Class 3 ) 
Welding and Allied Processes 
Protection (ENISO11611:Class1) i aw 
EN 343: Water Resistant-Level 3, 


Water Vapor Resistant-Level 2 _ 2 | es 


PERFORMANCE FEATURES SS 


100g 3M Thinsulate e 


sass J Safety compliance Is 
: marked on the sleeve 


CHEST Inch / cm Equivalent 





XXS 32"-34" 82-86 cm 
Kors 34"-36" 86-92 cm 
S 36"-38" 92-97 cm 
M 38"-42" 97-107 cm 
L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54"-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
ORL 62°-66" 157-168 cm Underarm vents with Internal chest pocket for a Chest pocket with interior 
OL opaniDs 168-178 cm zips for breathability radio with exterior access for mobile phone pocket 
a mic or a slit for headphones. 
Regular up to 6' 1" up to 185 cm 
Tall * up to 6' 4" up to 196 cm 


* Tall not available in XS chest size. 
**76708 not stocked in XS 


This high-visibility parka features 2" (50mm) wide reflective FR striping around the arms, body 
and over the shoulders for enhanced visibility of the worker. The parka Is fully insulated with 

100g 3M Thinsulate for extra warmth, and underarm ventilation to stay comfortable. 
Water-resistant for additional protection. Includes a hardwearing, non-sparking two-way zip, storm 
flap, multiple interior and exterior pockets, and a detachable hood. Adjustable cuffs and a draw 
cord at the waist provide a snug fit. 


A) Concealed two-way, black high density polyester coil zip with storm flap and 
hook-and-loop closure 


B) Detachable/adjustable hood 

C) Two loops for attaching life vest 

D) Left chest inset pocket with flap and concealed zip closure 

E) Left inside chest pocket for radio with exterior access for mic and inside opening for headphones 
F) Right chest inset pocket with interior mobile phone pocket, with flap and concealed zip closure 
G) ID card pocket 

H) Right inside chest pocket with concealed zip closure 

1) Underarm vent with concealed zip closure 

J) Two front inset pockets with flap, concealed zip and hook-and-loop closure 

K) Adjustable cuffs 

L) Draw cord at waist 

M) 50mm (2") wide reflective FR striping around arms, body and over the shoulders 











* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 





16168 


FABRIC WEIGHT 





FABRIC COLOR CODE 


Hi-Vis Yellow / i. 
Night Blue 


FLAME RESISTANT 


EN ISO 11612 Al + A2, Bl, Cl, Fl 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


Anti-static (EN 1149-5) 





CHEST Inch / cm Equivalent 


Protection (EN ISO 11611: Class 1) 


Men's FR High Visibility Jacket 


16768 





Daletec® 
Limited stock 
available. 


8.5 oz / 290g e 


High Visibility 
(EN ISO 20471: Class 3 ) 
Welding and Allied Processes 


EN 343: Water Resistant-Level 3, 
Water Vapor Resistant-Level 3 


XXS 32"-34" 82-86 cm 
oe 34"-36" 86-92 cm 
S 36"-38" 92-97 cm 
M 38"-42" 97-107 cm 
L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
5XL 62"-66" 157-168 cm . > i 
a 3 pals a Underarm vents with Internal chest pocket for a radio Chest pocket with interior 
Rerulat Tce aaaaten zips for breathability with exterior access for a mic or mobile phone pocket 
an opening for headphones. 
alle up to 6' 4" up to 196 cm 


* Tall not available in XS chest size. 


This high-visibility jacket features 50mm (2") wide reflective FR striping around 
the arms, body and over the shoulders for enhanced visibility of the worker. It 

has underarm ventilation to stay comfortable and water-resistant for additional 
protection. Includes a hardwearing, nonsparking two-way zip with storm flap, 
multiple interior and exterior pockets, and a detachable hood. Adjustable cuffs and 
a draw cord at the bottom of the jacket to provide a snug fit. 


K) 
L) 
M) 
N) 





Concealed two-way, black high density polyester coil zip . . 
with storm flap and hook-and-loop closure Safety compliance Is Elongated back provides 


Detachable/adjustable hood marked on the sleeve protection from the elements 


Two loops for attaching life vest 


Left chest inset pocket with flap and concealed zip closure 


Left inside chest pocket for radio with exterior access for 
mic and inside opening for headphones 


Right chest inset pocket with interior mobile phone pocket, 
with flap and concealed zip closure 


ID card pocket 
Right inside chest pocket with concealed zip closure 
Underarm vent with concealed zip closure 


Two front inset pockets with flap, concealed zip 
and hook-and-loop closure 


Adjustable cuffs 
Draw cord at bottom of jacket 
Elongated back 


50mm (2") wide reflective FR striping around arms, body 
and over the shoulders 














Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 
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Men's FR High Visibility Bib N’ Brace 


16770 


16770 





FABRIC MATERIAL [I 


Daletec® e 


Limi k 
encveor | 


8.5 oz / 290g e 


FABRIC COLOR CODE [4 


Hi-Vis Yellow / 
Night Blue : 





FLAME RESISTANT eel 


EN ISO 11612 Al + A2, Bl, C1, Fl e 


Electric Arc Flash 
(IEC 61482-2 Class 1) 


Anti-static (EN 1149-5) e 





High Visibility (EN ISO 20471: 
Class 1 


Welding and Allied Processes 
Protection (EN ISO 11611: Class 1) 


EN 343: Water Resistant-Level 3, 
Water Vapor Resistant-Level 3 








WAIST Inch / cm Equivalent Sewn-in gaiter for additional 





XS 28" 71cm protection from the elements 
S 30" 76cm 
M 34" 86 cm 
L 38" 97 cm 
XL 42" 107 cm 
2XL 46" 117 cm 
3XL 50" 127 cm 
AXL Gye 132 cm 
5XL 56" 142 cm 
6XL 60" 152 cm 
Short Wyo ose SP up to 175 cm 30: 76cm 
Regular up to 6' 1" up to 185 cm ye 82 cm 
Tall * up to 6' 4" up to 196 cm 36: 92cm 


* Tall not available in XS waist size. 


This high-visibility bib 'n' brace features 2" (50mm) wide reflective 

FR striping around the legs for enhanced visibility of the worker. It's 
designed with a non-sparking, hardwearing zip, adjustable braces, 
durable 2" belt loops in the front and back, and triple-stitched seams with 
bar-tacked stress points for added strength. Internal leg gaiters provide 
additional protection from the elements. Ample pockets for tools and 
accessories. 


A) Adjustable braces 

B) Two side pockets with concealed zip closure 

C) Elasticized waistband and belt loops 

D) Two back pockets with flaps 

E) Ruler and tool pocket on right leg 

F) Internal knee pad pockets (knee pads sold separately) 

G) Concealed leg zippers with flap and hook-and-loop closure 
H) Intrnal leg gaiter for additional protection from the elements 





I) 2° (50mm) wide reflective FR striping around legs 


32 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


| __—sProoucr numer | 65783 65184] 65188 





FABRIC MATER | of 


65% Polyester / 35% PU Coated e e 


FABRIC WEIGHT os 







e 
— 
240g e e e 


Ecc ——=eEEE 
Hi-Vis Yellow o 8 
Hi-Vis Orange ® ° ® 
a ee 
A 

@ @ 


EN ISO 14116 e 
Anti-static (EN 1149-5) e © © 
High Visibility (EN ISO 20471: : P P 
Class 3) 


EN 343: Water Resistant-Level 3, 
Water Vapor Resistant-Level 1 


e ® 
PERFORMANCE FEATURES ee ee eee 
@ 


Insulated e 
Windproot ° © e 


CHEST Inch / cm Equivalent 





XS 34"-36" 86-92 cm 

S 36"-38" 92-97 cm 

M 38"-42" 97-107 cm 

L 42"-46" 107-117 cm 

XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
Regular Uke Geeles up to 185 cm 


65184 JACKET & 65183 PARKA 


Polyurethane coated material with high 

frequency welded seams makes this rainwear 
wind- and waterproof. The insulated parka and 
unlined jacket are both designed to fit over 
clothes and is comfortable, noiseless, highly tear- 
and flame-resistant. 


A) Concealed one-way zip 
with snap closure and storm flap 


B) Concealed hood tucks into collar 


Men's FR Rainwear 


Series 651 


* Minimum order required. 


Please contact your Red 
Wing Global Solutions Expert 
for more information. 







65183 


65188 SHORT JACKET 


Polyurethane coated material with high frequency welded seams 
makes this rainwear wind- and waterproof. This insulated 

Short jacket is designed to fit over clothes and is comfortable, 
noiseless, highly tear- and flame-resistant. 


A) Concealed one-way zip with snap closure and storm flap 
B) Attached/adjustable hood that can be tucked into collar 
C) Waterproof phone pocket 

D) One inside pocket with hook and loop closure 

E) Two large side pockets 

F) Elasticized waistband 


G) 2" (50mm) wide reflective FR striping around arms, body 
and over the shoulders 








C) Waterproof phone pocket 
on the chest 





D) One inside pocket with 
hook and loop closure 

E) Two front inset pockets 
with concealed snap closure 

F) Adjustable cords at bottom 
with cord stoppers 

G) 2" (50mm) wide reflective 
FR striping around arms, 
body and over the shoulders 


Customized garments and PPE programs are available. Call us for more information. 

















redwingsafety.com 
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Men's FR Rainwear 


Series 651 


*Minimum order required. 





Please contact your Red 
a a Wing Global Solutions Expert 
65% Polyester / 35% PU Coated 8 e for more information. 


FABRIC WEIGHT a 





240g 


te cure | 


Hi-Vis Yellow 65186 






FLAME RESISTANT ee 


EN ISO 14116 
Anti-static (EN 1149-5) e ® 
High Visibility (EN ISO 20471: Class 1) =e © 


EN 343: Water Resistant-Level 3, 
Water Vapor Resistant-Level 1 


PERFORMANCE FEATURES hs 





Windproof e e 


WAIST Inch / cm Equivalent 





S 30" 76cm 
M 34" 86 cm 
L Soe 97 cm 
XL 42" 107 cm 
2XL 46" em 
3XL oe 127 cm 
Regular up to 6' 1" up to 185 cm oye 82 cm 
65186 TROUSERS 65187 BIB 'N' BRACE 
Polyurethane coated material with high frequency welded seams Polyurethane coated material with high frequency welded seams 
makes this rainwear wind- and waterproof. These trousers are makes this rainwear wind- and waterproof. This bib ‘n’ brace is 
designed to fit over clothes and are comfortable, noiseless, designed to fit over clothes and is comfortable, noiseless, highly 
highly tear- and flame-resistant. tear- and flame-resistant. 
A) Elasticized waistband A) Adjustable brace 
B) Exterior-to-interior access through side opening at the hip B) Adjustable ankle openings 
C) Concealed snaps on ankle openings C) 2" (50mm) wide reflective FR striping around legs 


D) 2" (50mm) wide reflective FR striping around legs 











34 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 





PRODUCT NUMBER 62430, d 


FABRIC MATERIAL = 


Daletec® 7 
ener iene 





10.5 oz / 350g Please contact your 


a a hia 
Orange aa - more information. 
Navy Blue ° 
Royal Blue a 

| compumnce | 








FLAME RESISTANT = 


EN ISO 11612 


Electric Arc Flash 
(IEC 61482-2 Class 1) 





Anti-static (EN 1149-5) e 
_venromceremunes 

200gsm Polyester Insulation e 

Wind and Water Resistant e 





CHEST Inch / cm Equivalent 





XS 34"-36" 86-92 cm 
5 36"-38" 92-97 cm 
M 38"-42" 97-107 cm 
L 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
5XL 62"-66" 157-168 cm 
6XL 66"-/0" 168-178 cm 
Regular up to 6' 1" up to 185 cm hae - 
Tall * up to 6' 4" up to 196 cm Concealed, insulated Elasticized walst, additional 
pocket for easy access interior pocket and quilted 
* Tall not available in XS chest size. and secure storage insulation 


This roomy winter parka has a comfortable FR cotton lining and is fully insulated 
with 200g polyester insulation. It includes YAK® hardwearing, nonsparking zips, 
knitted storm cuffs in the sleeves and an elasticized waist for a snug fit. 

Six versatile pockets and shoulder pleats support a full range of movement. 

All major seams are double- or triple-stitched with stress points bar-tacked for 
strength. 50mm (2") reflective FR striping helps to ensure high visibility for safety. 


A) Concealed two-way, black high-density polyester coil zip with hook-and-loop 
closure (heavy-duty brass zip on NFPA 2112 Whole Garment Certified Styles) 


B) High collar 

c) Concealed zipper in collar for hood (hood sold separately) 

D) Shoulder pleats for freedom of movement and comfort 

E) Two radio loops 

F) One inside right chest pocket 

G) Interior mobile phone pocket with zip closure under storm flap 
H) Sleeves with pre-bent elbows for ease of movement 

I) Two large pockets with hook-and-loop closure 

J) Fleece-lined hand warmer pockets 

K) Elasticized waistband 

L) Knitted cuffs with thumb holder 

M) 50mm (2") reflective FR striping around arms and over the shoulders 


Customized garments and PPE programs are available. Call us for more information. 


Men's FR Parka 


62430 










Shoulder pleats maximize range 


of motion, allowing for greater 
flexibility and comfort on the job 





redwingsafety.com 
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Men's Softshell Cold Weather Jacket 


69005 


PRODUCT NUMBER 69005 





FABRIC MATERIAL FF 


93% Polyester, 7% Spandex ® 







PERFORMANCE FEATURES aS 


CHEST Inch / cm Equivalent 


FABRIC COLOR CODE (i 4 
» e 


edBlack 


Insulated e 
Windproof e 
Water Resistant e 


XXS 32"-34" 82-86 CM 
XS 34-36" 86-92 cm 
S 36"-38" 92-97 cm 

38"-42" 97-107 cm 
L 42"-46" 107-117 cm 

XL 46"-50" 117-127 cm 

2XL 90"-54" 127-137 cm 

SXL 94"-58" 137-147 cm 

AXL 98"-62" 147-157 cm 
OXL 62"-66" 157-168 CM 

6XL 66"-70" 168-178 CM 


* Stocked styles vary by location and are subject to change. 


Please contact your Red Wing Global Solutions Expert for 
more information. 


This premium, three-layer jacket offers a long list of features for 
keeping workers warm, comfortable and productive in cold weather. 
It includes a detachable skirt and hood for further protection from 
the elements, while an interior back mesh panel and underarm vents 
work to control moisture and circulate air inside. Several zippered 
pockets are also included for secure, convenient storage. 


A) 


36 





Full length zip closure 

High collar with fleece-lining 
Detachable/adjustable fleece-lined hood 

Zipper opening for underarm ventilation 

Adjustable storm cuffs and thumb holder at sleeves 


Left chest pocket with fleece lining and vertical zip 


Inside left chest pockets, one with horizontal zip, one with 
vertical zip 


Inside right mesh pocket with hook and loop closure 
Moisure wicking mesh 

Two side pockets with zip closure 

Wind/snow skirt 

Draw cord at bottom of jacket 











Detachable/ 
adjustable hood 





S 


Under arm 
ventilation 





Chest pocket for Interior zippered Moisture-wicking back 
mobile phone pocket panel for breathability 


Detachable snow/wind skirt 





Adjustable cuffs with 
thumbholder 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


PRODUCT NUMBER 69 





| 69007 
FABRIC MATERIAL ff 


93% Polyester, 7% Spandex, 
TPU Membrane 







FABRIC COLOR CODE = 
eB 
PERFORMANCE FEATURES —_ 





Windproof 
a | 

XS 34"-36" 86-92 cm 

S 36"-38" 92-97 cm 
38"-42" 97-107 cm 
le 42"-46" 107-117 cm 
XL 46"-50" 117-127 cm 
2XL 50"-54" 127-137 cm 
3XL 54"-58" 137-147 cm 
AXL 58"-62" 147-157 cm 
Regular up to 6° 1" up to 185 cm 
Tall * up to 6' 4" up to 196 cm 


* Tall not available in XS chest size. 


This functional softshell jacket is water-resistant and fully-lined for warmth. 
A) Full length zip closure 

B) High collar 

€) Sleeve pocket with zip closure 

D) Chest pocket with zip closure 

E) Two side pockets with zip closure 

F) Elasticized cuffs with thumb holder 
G) Draw cords at waist 


Customized garments and PPE programs are available. Call us for more information. 


Mens Softshell Jacket 


69007 








redwingsafety.com 
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Men's FR Base Layer 


69004/69008 


FABRIC MATERIAL 


60% Modacnylic / 37% Cotton / 
3% Carbon 





69004) 69008 





a 


TOL) 23.08 


®@ e 
FABRIC COLOR CODE a 
oe 







Black 


crue 
rwesessoor | 








EN ISO 11612 e e 
Anti-static (EN 1149-5) e e 
psmING Cid 

XS 34"-36" 86-92 cm 
S 36"-38" 92-97 cm 
38"-42" 97-107 cm 

L 42"-46" 107-117 cm 

XL 46"-50" 117-127 cm 

2XL 50"-54" 127-137 cm 

3XL 54"-58" 137-147 cm 

AXL 58"-62" 147-157 cm 

BOTTOMS 
Inch / cm Equivalent 

XS 28 72-76 cm 
S 30 76-84 cm 
34 84-92 cm 

L 38 92-100 cm 

XL 42 100-108 cm 

2XL 46 108-116 cm 

3XL 50 116-124 cm 

AXL 52 124-132 cm 

Regular up to 6' 1" up to 185 cm 


This high-performance EN ISO 11612 certified, flame-resistant 
underwear has a long-sleeve shirt with % zip turtleneck. When 
used in combination with flame-resistant exterior garments, It 


greatly enhances protection. 


=> 


) zip turtleneck on shirt 
) Knitted cuffs 

) Elasticized waistband 

) Knitted cuffs at ankle 


oe ao WwW 





69004 





























69008 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 





WORKWEAR FIT 


Key measurements to ensure proper garment fit. 


Purpose-built for the work you do, our industrial workwear is designed to fit so well, so comfortably, that it may not 
even seem like personal protective equipment. Key measurements necessary to ensure the best possible fit include: 
Height, Chest, Waist and Inseam. Refer to each product listing for specific measurements. 


For best fit, measurements should be taken directly from the body. Room for movement has already been taken into 
consideration. 


Height Height 
Chest Chest 
Waist Waist 
Hip 
Inseam Inseam 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com | 39 
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WORKWEAR TECHNOLOGY & COMPONENTS 


Beyond our selection of premium FR fabrics, every Red Wing industrial workwear garment is crafted using state-of-the-art 
materials, superior construction and undergoes rigorous testing for safety, fit and wear. From underwear to outerwear, our 
products are built with purpose. 


Engineered Wind & Water Resistance 


Red Wing has partnered with Daletec®, a worldwide leader in 
flame-resistant fabrics, to bring you wind and water resistance on 
select-winter garments. 


e Wind & water protection in light 
rain/snow conditions will keep 
wearers warm and dry 


Protective engineered coating 
is breathable, ensuring wearers 
are comfortable on the job. 


Engineered coating lasts the average lifecycle of a winter garment, 
15-20 washes. Performance will be reduced over time. This feature is not 
intended for use in heavy rain/snow conditions. In those cases, a fully 
waterproof solution should be used. 


ARE® y- 2 


A&E® is one of the world’s foremost manufacturers of industrial sewing 
threads and yarns. A&E delivers exact color, superior quality and the 
most innovative products, right where they are needed. 


QUALITY THREAD, TRIPLE-STITCHED* 
AND BAR-TACKED MEANS QUALITY SEAMS 


Thread only makes up a small percentage 
of the cost of the garment but shares 50% 
of the responsibility for the seam. By using 
only thread that meets rigorous Red Wing 
standards, we engineer quality into every 
Red Wing garment. 


Threads used in Red Wing garments are 
tested to prevent excessive: 


e Thread breakage. 

e Skipped stitches. 

e Repairs and restitched seams. 
e Seam failures. 


*Seams are double-stitched and bar-tacked on all garments constructed 
using fabric less than 7 oz unless otherwise noted. 





LOXY® 


Red Wing workwear Is 
outfitted with durable, 
reflective tapes from 
Loxy®, the world’s 
largest distributor 
and producer of seam 
sealing and reflective 
tapes. 


Red Wing workwear utilizes fasteners manufactured by YKK®, the 
world’s leading designer, developer, manufacturer and supplier of 
quality fastening. 


EIR TSS) 


8 
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DAFETY GLASSES 


STANDARDS BY APPLICATION 





LENSES BASIC STANDARDS 

- Made from purity optical grade/ - ANSI 287.1 
Polycarbonate - EN166 1 FT NK 

- Absorbs 99.9% harmful UV light FRAME 


- Curved lenses offer fit with 


unlimited wrap around protection | exc 


EN 170 Ultraviolet filters 
EN 172 Solar protection filters for industrial use 


Mechanical Strength (F]: Low energy impact 45 m/s 


(K): Resistance to surface damage by fine particles 


[optional] 


(N): Reistance to fogging (optional) 

(T): The letter T, immediately after the mechanical 
strength symbol, authorizes use for high speed 
particles at extreme temperatures 


SAFETY GLASSES (FEATHERLIGHT) 


SAFETY GLASSES (ALL PURPOSE) 





i ANSI Z87.1 
) EN 166 FT NK 
EN 170 

EN 172 
95212 CL: Clear AS/NZS 1337.1 
Incredibly lightweight, resilient and durable 


FEATURES 
FIT Lightweight, flat temples are free from pressure 


Featherlight - weighs only 16 grams 


Universal-fit nose bridge 


: a . Ty on —_ 
: y™ 
= — |G 


95212 SK: Smoke 95212 AM: Amber 95212 I0: Cool 1/0 


ANSI 287.1 ANSI 287.1 ANSI 287.1 
EN 166 FT NK EN 166 FT NK EN 166 FT 
EN 170 EN 170 EN 170 
EN 172 EN dye EN 172 


AS/NZS 1337.1 AS/NZS 1337.1 AS/NZS 1337.1 


SAFETY GLASSES (MULTI SPORT) 


ANSI 287.1 
EN 166 FT NK 
EN 170 

EN 172 


95213 CL: Clear AS/NZS 1337.1 


ADDITIONAL = Meets or exceeds ballistic fragmentation impact 
STANDARDS _ standards per MIL PRF-32432, Clause 3.6.3 


FIT 3-position frame width adjustment for customized fit 
Flexible temples and rubber nosepiece for maximum comfort 


95213 AM: Amber 





95213 SK: Smoke 95213 I0: Cool 1/0 


ANSI 287.1 ANSI 287.1 ANSI 287.1 
EN 166 FT NK EN 166 FT NK EN 166 FT 
EN 170 EN 170 EN 170 
EN 172 EN v2 EN 172 


AS/NZS 1337.1 AS/NZS 1337.1 AS/NZS 1337.1 





ANSI 287.1 

EN 166 FT NK 
EN 170 

EN 172 
AS/NZS 1337.1 





Gwe Ve OF 


95215 SK: Smoke 95215 AM: Amber 95215 I0: Cool 1/0 


ANSI Z87.1 ANSI Z87.1 ANSI Z87.1 
EN 166 FT NK EN 166 FT NK EN 166 FT 
EN 170 EN 170 EN 170 
EN 172 EN 172 EN 172 


AS/NZS 1337.1 AS/NZS 1337.1 AS/NZS 155721. 


95215 CL: Clear 


FEATURES Optical grade polycarbonate 
Anti-scratch & anti-fog coating 
Browbar offers protection from flying particles and dust 


Metal-free design to help protect eyes when working with 
electricity 


FIT Wrap around lens 
Adjustable temple length 
Adjustable lens angle 
Soft nose piece for cushion fit and anti-slip comfort 


Semi-rimless design for open downward view with indirect 
ventilation system for great air flow 


Flexible browbar that automatically adjusts to fit different 
forehead sizes 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


SAFETY GLASSES (DELUXE COMBO) 


ANSI Z87.1 95214 CL: Clear 

EN 166 FT NK ; 

EN 170 FEATURES Strap or rubber tipped temples system options 
EN 172 Spectacle and goggle combination advantage 


AS/NZS 1337.1 


LAGES 


Boa® EX735 Lace Kit (Per packaging shown) 
96224 


UNIT: Each 
Contains enough cut-to-fit lace for a pair of boots, a tool and complete replacement instructions 








Fold-release hinge design allows users to change 
the temple/elastic band easily 


No metal parts/non-conductive dielectric design help 
protect eyes from electric arcs 


Removable foam gasket provides cushion fit and 
protects eyes from dust and debris 


FIT Adjustable elastic strap provides tighter fit 
Soft temple tip for slip proof / Soft nose pad for snug fit 


4 —~ - 
*, | 


95214 SK: Smoke 95214 AM: Amber 95214 10: Cool I/0 





ANSI 287.1 ANSI Z87.1 ANSI Z87.1 

EN 166 FT NK EN 166 FT NK EN 166 FT 

EN 170 EN 170 EN 170 

EN 172 EN 17 EN 172 
AS/NZS 1337.1 AS/NZS 1337.1 AS/NZS 1337.1 





HARD WAT LINERS 


FR Arctic Hard Hat Liner 
69016 


STANDARDS: Flame Resistant (EN ISO 11612) 


This FR Arctic hard hat liner incorporates a flame-resistant, 260¢ 
cotton twill outer shell with a laminated PU membrane moisture 
barrier, and finished inside with flame-resistant, 360g Modacrylic 
cotton brushed fleece for added warmth. This 3-layer system is 
windproof and breathable with generous neck coverage. 


A) 
B) 
C) 
D) 


Covers below the neck for extra warmth 
Hook-and-loop closure for a snug fit 
Straps tie to hard hat 

Reflective striping on back 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 
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BACKPACK & BAGS 


Backpack 
69019 


DIMENSIONS: 19" H (48 cm) x 14" W (35 cm) x 8" D (20 cm) 
colour: Black (58) 

A) Heavy-duty bag made of ballistic nylon for durability 
B) Easy grab, padded handle 

C) Adjustable, padded shoulder straps 

D) Rugged, durable zippers 


E) Built in USB port. Charge on the go using a portable 
battery 


F) Utility pocket, great for quick access to keys or other items 
you want to keep handy 


G) Multiple interior and exterior pockets for stowing beverage 
bottles and other small items 


H) Lays flat for easy inspection at TSA checkpoints 
1) Padded compartment protects laptops (up to 15" size) 
}) Tablet sleeve 


K) Hands free travel design, padded strap slides over luggage 
handle 


L) Umbrella pocket 





M) Detachable phone case on shoulder strap, hook-and-loop 
closure for securing phone and outside zipper pocket for 
convenient storage 





44 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Small Offshore Bag 


69101 


DIMENSIONS: 21" L (54 cm) x 14" W (36 cm) x 12" D (31 cm) 
COLOUR: Royal Blue (54), Black/Red (62) 


A) 
B) 
C) 
D) 


E) 


F) 


G) 
H) 


Large Offshore Bag 


Heavy-duty bag made of ballistic nylon for durability 
Ideal for egress to helicopter bays 
Side-by-side full-open top zip for easy access 


Multiple side zip compartments for stowing boots, dirty 
clothes and other gear 


Optional padded backpack straps are adjustable/ 


removable 


Detachable/adjustable, 
padded shoulder strap included 


Padded handles 


Rugged, durable zippers 


ID card pocket 


69100 


DIMENSIONS: 28" L (71 cm) x 16" W (41 cm) x 16" D (41 cm) 
COLOUR: Royal Blue (54), Black/Red (62) 


A) 
B) 
C) 
D) 


E) 


F) 


G) 
H) 


Heavy-duty bag made of ballistic nylon for durability 
Ideal for egress to helicopter bays 
Side-by-side full-open top zip for easy access 


Multiple side zip compartments for stowing boots, dirty 
clothes and other gear 


Sturdy in-line wheel system and locking telescopic 
handle with push button operation for 


easy transport 


Detachable/adjustable, 
padded shoulder strap included 


Padded handles 


Rugged, durable zippers 


ID card pocket 















Customized garments and PPE programs are available. Call us for more information. 





Adjustable/removable, 


padded backpack straps 


Pullout handle and wheels 


redwingsafety.com 
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AFETY GLOVES 


Master Flex Safety Gloves 


99247 


High-performance materials and touch screen ompatibility make these gloves the perfect 
fit for challenging jobs. 


A) 
B) 
C) 
D) 
E) 
F) 


RATING: EN 388:2121, EN 420 
SIZES: S, M, L, XL, 2XL 


Merino Wool Medium Crew Socks 


97329 


MATERIAL: 80% Merino Wool, 18% Nylon, 2% Lycra® Spandex 
UNIT: 6 pairs 

SIZES: 6-9, 9-12, 12-16 

colour: Charcoal 


A) 
B) 
C) 
D) 


Wool Artic Crew Socks 
97200 


MATERIAL: 84% Wool, 9% Acrylic, 5% Nylon, 2% Lycra® Spandex 
UNIT: 6 pairs 

SIZES: 9-12, 12-16 

colour: Multi 


A) 
B) 
C) 
D) 


Woven ID label 

Elastic band with hook and loop rubber pull tab closure 

Terry cloth thumb material to wipe away sweat 

Touch screen compatible material on thumb, index and middle finger tips 
High performance spandex material on top of hand for durability 

Premium synthetic leather palm with silicone print pattern for enhanced grip 


OCKS 


Mesh Panels for air circulation 
Moisture wicking 


Reinforced heel/toe 
Crew full cushion 


Cushioned warmth 
Large loops for softness 


Flat-knit toe seam 
Mid calf full cushion 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 
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